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i n i . I r 1 n a t i o n_ P r cu e ssing Board Survey 

Plug io - plug Substitution o f D-isk a nd 'Pape Drives 


to A1.JP MIS .inventory printout furnished by O/PPB in January 19/0 

last each rented IBM 2 3 11, 231 4, 729 and 2401 device. 

Information for col. (1) through (4), below, is to be selected 
i f oni your ropy oi 1 Vi < * AI)P iVliS printout* 

you a re to indicate your response in col. (5) using the following 
i ode (furnished by GSA). 

! Substitution action should be initiated. 

2. Substitution plans already underway. 

3. Item will be released in near future. 

4. 'Character of computer installation precludes 
mull l - vendor s uppo rt . 

5. Physic al or security matters involve complex 
maintenance problems. 

0. Other (explain). 


R eport big 

A DP Unit 
( 1 ) ‘ 


C ornpute r 
System No. 
( 2 ) 


type 
]')<•■ v ice 


S e rial 
No. 
(4) 


Decision Code 


(Response.) 

( 5 ) 
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